Vertically Polarized, Omni-Directional /10 dBd 





BCD-87010 






Mec h an | Ca | S pe C if | cat | ONS When ordering replace “__” with connector type. 
Length 
Overall 3393 mm eV is Radiation pattern”) 
Radome 2893 mm 114 in 
Diameter 65 mm Q26 in _ 0 OP 2 wv 
” Weight 12 kg 27 Ibs 
Wind Area 0.22 m2 Dian ie 


Rated Wind Velocity (Safety factor 2.0) 
=coo Knvnh  =lor mph 


Wind Load @ 100 mph (161 km/hr) 
326 N 73 |bs 


Antenna consisting of aluminum alloy. Dipoles cov- 
ered by a polyurethane painted fiberglass radome. 


Inverted models available. 
110 me) 


. "Tn" 1 gm @® 
Mounting and Downtilting Horizontal 
Support pipe: Aluminum alloy diameter O70 mm 
(2.8 in), length 500 mm (19.7 in). yO 2 © 2 
1D 0 
Mounting brackets attach to a pipe diameter of 1 0 
50-160 mm (2.0-6.3 in). oe oi 


Mounting bracket kit #36312000 Standard -or- 
#36413001 Offset 





Cannot Mechanically Downtilt 


Electrical specifications 


Amphenol Antel’s 
Exclusive 3T (True 
Transmission Line 





Frequency Range 870-960 MHz 
eae a - Technology) 
Impedance 50Q 10 5) Antenna Design: 
3) 10 <0) = 
Connector(s) NE or E-DIN ~wga ” @ A1%%’ four-channel extrusion running the 
1 port / bottom Vertical entire length of the antenna for unmatched 
1) VSWR < 1.43°1 strength and rigidity. 
1) nates the need for conventional solder 
Gain 10 dBd joints in the signal path. 
2) 
sone ieee aa Radiation patterns for all antennas are pens COnneaiey tel a eee 
1) lati . 
Half Power Angle every radiating element for broad band 
measured with the antenna mounted on width and superior performance. 
H-Plane 360° a fiberglass pole. 
P Air as insulation for virtually no internal 
E-Plane a signal loss. 
” Electrical Downtilt 1.25° 
us Null Fill 5% This Amphenol Antel antenna is under a five- 


year limited warranty for repair or replacement. 


Lightning Protection Direct Ground 


Inverted Models Available. 


1) Typical values. 

2) Power rating limited by connector only. 

3) NE indicates an elongated N connector. 
E-DIN indicates an elongated DIN connector. 

4) The antenna weight listed above does not include 
the bracket weight. 

Improvements to mechanical and/or electrical performance 

of the antenna may be made without notice. 


Amphenol Antel, Inc. 1300 Capital Drive 
Toll-Free (888) 417-9562 
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Rockford, Illinois 61109 USA _ Tel. (815) 399-0001 
Fax. (815) 399-0156 antel@antelinc.com www.antelinc.com 





